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Chief, OCi Reading Panel 2 January 1958 

Chief, D/S 
Chief, S/IR 

quarterly Review of S/TR Reading Requirements* 

IMa branch has conducted its uuarterly review of its 
reading panel requirements and has no changes to reccasrend 
at this time 
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